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CORRECTION TO NOVEMBER 1928 ‘‘ JOURNAL.’’ 


_ **U.S. Coast Guard Cutters,’’ by Commander Q. B. Newman, 
U.S. C. G., page 696, Column 3 of tabulation 
‘Fuel, Ibs/hr, A. P.’’ should be 2338 instead of 2848. 
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